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1.  INTRODUCTION  AND  SUMMARY 


This  report  summarizes  ^research  work  performed  at  the  Westinghouse 
R&D  Center  under  ONR/NOSC  Contract  No.  N00014-80-C-0604  "Mercury  Bromide 
Laser  Research",  for  the  period  between  July  1,  1980  and  March  31,  1981. 
The^major  effort  wa^  to  build  a  discharge  tube  and  associated  apparatus 
capable  of  withstanding  temperatures  to  300^0  and  pressure  to  150  psia, 
and  to  parameterize  the  HgBr  laser  fluorescence  and  laser  output  with 
respect  to  nitrogen  and  Ne  buffer  gas  densities.  Prior  parameterization 
has  been  limited  to  buffer  gas  densities  of  about  1.3  Amagat  since  the 
laser  tube  was  made  of  Pyrex  and  therefore  could  not  sustain  more  than 
about  15  psi  internal  over  pressure.  By  enclosing  the  Pyrex  laser  tube 
inside  a  stainless  steel  pressure  vessel,  we  have  overcome  this  pressure 
limitation  by  maintaining  a  positive  external  pressure  upon  the  laser  tube. 
The  steel  tank  was  pressurized  with  nitrogen  to  avoid  oxidation  of  the 
tube  connections.  Thus,  the  discharge  tube,  by  being  enclosed  in  a 
nitrogen  protective  atmosphere,  withstands  both  the  high  temperature 
operation  and  the  high  internal  operating  pressures. 

Fluorescence,  laser  output,  voltage  and  current  waveforms  were 
taken  at  various  nitrogen  fill  pressures  up  to  300  Torr  with  Ne  buffer 
gas  densities  up  to  5  Amagat.  For  our  experimental  tube,  the  HgBr 
laser  output  and  fluorescence  efficiency  was  maximum  at  a  nitrogen  fill 
pressure  of  150  Torr  and  increased  with  neon  buffer  gas  density  up  to  the 
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maximum  tested  of  5  Amagat  at  a  reservoir  temperature  of  about  150®C. 
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2.  EXPERIMENT  AND  RESULTS 

A  preliminary  parameterization  of  the  HgBr  laser  system 
limited  to  buffer  gas  densities  of  1.3  Amagat  is  described  in  a 
Westinghouse  internal  report  entitled  "Parameterization  Studies  of 
Discharge  Excited  HgBr  System"  by  J.  L.  Pack,  D.  W.  Feldman,  C.  S.  Liu 
and  I.  Liberman  R&D  Memo  80-1C2-EXLAS-M1  (see  Appendix  1).  The  work 
reported  here  covers  only  the  experiments  performed  with  a  pressurized 
tank  at  extended  buffer  gas  densities. 

A  self-sustained  glow  discharge  was  obtained  in  HgBr2  vapor 

with  nitrogen  pressures  up  to  300  Torr  and  Ne  buffer  gas  densities  up 

to  5  Amagat  at  a  reservoir  temperature  of  about  155°C.  These  pulsed 

transverse  discharges,  preionized  by  a  UV  spark  source  placed  behind  a 

screen  cathode,  were  diffuse  and  had  dimensions  of  30  cm  length  x  1  cm 

3 

gap  x  03  cn  width  (V  =  9  cm  ) . 

A.  Laser  Tube 

The  discharge  tube  was  fabricated  from  Pyrex  including  the 
two  windows  glass  blown  to  each  end  at  the  Brewster  angle  for  optical 
measurements  along  the  tube  length.  Electrical  feedthroughs  consisted 
of  conventional  uranium  glass  transitions  and  tungsten  leads  as  shown 
in  Fig.  1.  The  electrodes  are  molybdenum.  Four  electrical  feedthroughs 
connected  Lo  the  anode  and  the  screen  cathode  (exiting  through  the  bottom 
of  the  Lube  not  visible  in  Fig.  1)  provided  low  circuit  inductance. 

The  temperature  of  the  reservoir  (coldest  spot)  located  at  the  bottom 
of  the  laser  tube  determined  the  vapor  density  of  the  HgBr^.  Heaters 
around  the  windows  and  along  the  body  of  the  tube  prevented  condensation 
of  the  HgBr.  elsewhere  in  the  system. 


B.  Pressure  Tank 


The  high  pressure  tank  is  made  of  1/2-inch  thick  wall,  14-inch 
diameter  stainless  steel  pipe  with  two  flanged  end  plates  shown  in  Fig.  2. 
This  vessel,  qualified  for  operating  pressures  up  to  250  psia,  can 
contain  discharge  chambers  up  to  1  m  in  length  operating  at  temperatures 
up  to  1000° C.  The  gas  species  and  pressures  were  controlled  through  a 
valve  mounted  external  to  the  steel  tank.  We  maintained  a  few  psi  over¬ 
pressure  on  the  Pyrex  discharge  tube  when  it  was  pressurized.  All 
electrical  feedthroughs,  a  pressure  inlet  for  the  spark  gap  and  an  AR 
coated  window  are  mounted  on  one  end  plate,  as  shown  in  Fig.  2.  The 
gas  inlet  and  outlet  and  a  second  AR  coated  window  are  mounted  on  the 
other  flange.  These  second  set  of  gas  inlets  mentioned  above  were 
installed  in  the  flange  shown  in  Fig.  2  after  the  photograph  was  taken. 

The  optical  cavity  extends  outside  of  the  pressure  tank  in  order  that 
alignment  can  be  made  simplified  when  the  tube  is  under  pressure  and 
at  operating  temperature.  Alignment  must  be  corrected  when  the  tube  is 
pressurized  due  to  refraction  by  thermal  gradients  through  the  hot  buffer 
gas. 


C.  Circuitry 

Since  HgBr  laser  excitation  requires  very  short  duration  current 
pulses,  the  circuitry  was  made  as  compact  as  possible.  The  capacitors, 
inside  the  tank,  were  mounted  just  outside  the  insulating  bricks 
surrounding  the  heated  discharge  tube.  The  final  arrangement  of 
components  is  shown  in  Figs.  3  and  4.  A  specially  designed  spark  gap, 
having  identical  dimensions  to  one  of  the  2.7  nF/40  kV  ceramic  capcitors, 
switched  the  capacitors  in  the  inversion  circuit.  The  capacitors  located 
in  the  top  of  Fig.  4  drive  the  preionizer  circuit  and  wen  switched  by 
a  thyratron  external  to  the  high  pressure  tank.  The  row  of  preionization 
capacitors  totaling  30  nF  charged  to  10  kV  produced  a  800  A  preioniz..tion 
current  pulse  lasting  about  1  psec.  The  inversion  capacitors  (C) 
consisted  of  from  3  to  12  2.7  nF/40  dV  ceramic  capacitors  connected  in 
parallel  mounted  with  the  spark  gap  inside  the  tank  as  shown  in  Figs. 

3  and  4.  The  spark  gap  was  triggered  just  as  the  preionization  current 
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Fig.  3.  Laser  tube  mounted  inside  oven  with  inversion  circuit  connected 
prior  to  installation  of  preionizer  circuit. 


was  decaying  to  zero.  The  charging  voltage  for  the  main  discharge 
capacitors  varied  from  15  to  30  kV.  The  operation  of  the  circuit  is 
conventional.'*'  A  lead  connected  to  one  of  the  terminals  to  the  anode 
provided  a  convenient  test  point  for  monitoring  the  discharge  voltage. 

A  Pearson  current  transformer  encircling  the  lead  to  the  thyratron  gave 
us  a  measure  of  the  preionization  current.  The  voltage  drop  across  a 
0.15  ohm  resistance  bank  in  series  with  the  cathode  as  shown  in  Fig.  5 
monitored  the  main  discharge  current.  The  0.15  ohm  resistance  bank 
consisted  of  20-3.0 ohm-1  watt  carbon  composition  resistors  arranged  in  a 
low  inductance  configuration.  Current  and  voltage  waveforms  were 
displayed  on  a  Tektronix  7834  storage  oscilloscope. 

D.  Electrical  Measurements 

Due  to  the  inductance  of  leads,  the  measured  voltage  waveform 
included  an  inductive  component  in  addition  to  the  discharge  voltage 
and,  consequently,  tended  to  reflect  the  voltage  on  the  capacitors  rather 
than  that  of  the  discharge  tube.  Typical  waveforms  obtained  are  shown 
in  Fig.  6.  For  this  example  the  inversion  capacitances  (C)  were  10  nF, 
the  charging  voltage  was  25  kV,  the  cold  spot  temperature  was  150°C 
(which  produced  a  HgBr2  pressure  of  about  3  Torr) ,  the  nitrogen  fill 
pressure  was  100  Torr  (at  300°K)  and  neon  was  added  to  give  a  total 
gas  density  of  2  Amagat  in  the  system.  Where  di/dt  =  0  we  infer  that 
the  voltage  across  the  discharge  was  about  5  kV  since  reactive  voltages 
are  zero  at  that  time.  About  10  ns  later  the  measured  voltage  drops  to 
zero  due  to  the  Ldi/dt  term  in  the  circuit.  Assuming  that  the  voltage 
across  the  discharge  remains  constant  during  this  time,  we  can  calculate 
the  inductance  included  between  the  voltage  test  point  and  ground  to  be 
approximately  200  nh.  This  was  consistent  with  the  physical  size  of  the 
current  loop.  Subtracting  out  the  voltage  due  to  this  Ldi/dt  term  from 
the  measured  voltage  we  obtain  the  calculated  discharge  voltage  waveform 
shown  in  Fig.  6.  For  a  more  detailed  description  of  voltage  and  current 
measurements  and  an  improved  current  shunt  see  Appendix  2.  The  energy 
into  the  discharge,  computed  by  integrating  the  instantaneous  voltage 
current  product  is  about  2.8  Joules.  The  energy  stored  on  the  capacitors 
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was  about  6.25  Joules  (10  nF  charged  to  25  kV) .  The  room  temperature 
value  of  the  Inversion  capacitors  was  17.4  nF  for  the  example  shown, 
but  degraded  to  10  nf  at  the  operating  temperature  of  150°C  to  160°C. 

The  circuit  was  very  mismatched  since  o/er  half  of  the  stored  energy 
was  dissipated  in  the  spark  gap  and  in  subsequent  ringing  of  the  discharge 
circuit.  The  power  supply  was  designed  so  that  its  impedance  was 
greater  than  that  of  the  discharge  impedance.  This  resulted  in  a 
constant  current  characteristic  f or  a  given  power  supply  voltage  and 
capacitance  regardless  of  changes  in  the  discharge  parameters  such  as 
mixture  and  pressure.  The  current  delivered  to  the  discharge  could  be 
varied  by  changing  the  charging  voltage  and/or  the  capacitances. 

Increasing  the  discharge  voltage  by  increasing  the  nitrogen 
or  neon  buffer  gas  density  tends  to  improve  the  matching  of  the  circuit. 
These  effects  are  shown  in  Fig.  7  where  the  discharge  voltage  is  shown 
as  a  function  of  total  gas  density  in  Amagat  for  various  nitrogen 
pr  isures  at  room  temperature  and  at  435°K.  As  shown,  the  effect  of 
heating  the  gas  up  to  435°K  was  negligible  as  far  as  the  discharge 
voltage  was  concerned  since  the  total  gas  density  changed  only  slightly 
due  to  HgBr^*  Increasing  the  neon  density  from  about  1  Amagat  to  about 
7  Amagat  caused  the  discharge  voltage  to  increase  by  about  80%  for  a 
nitrogen  fill  pressure  of  100  Torr. 

E .  Opti t.  al  Measurements 

Fluorescence  and  laser  output  were  measured  at  various 
charging  voltages,  size  of  capacitances  and  nitrogen  pressures  and 
neon  buffer  gas  density.  The  fluorescence  and  laser  output  waveforms 
are  shown  in  Fig.  8  for  the  conditions  previously  shown  in  Fig.  6.  The 
laser  output  typically  peaks  at  the  peak  of  the  current  waveform;  however, 
the  fluorescence  always  peaked  20  to  60  ns  earlier.  At  lower  discharge 
currents  and  charging  voltages,  the  f luorescence  occurred  closer  to  the 
peak  of  the  discharge  current.  We  tentatively  explain  the  early  peak 
of  fluorescence  relative  to  the  current  peak  as  due  to  quenching  of  the 
upper  laser  level  at  the  high  current  density  necessary  for  lasing  to 
occur  in  our  experimental  tube.  The  delay  in  lasing  relative  to  the 
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Curve  725604-A 


Fig.  7.  N_:Ne  mixture  discharge  voltage  variation. 


Curve  725606-A 


Mercury  bromide  radiation  sequence 


fluorescence  is  difficult  to  understand  but  may  be  a  result  of  high 
laser  cavity  losses  (see  Section  F) .  The  same  fast  vacuum  photodiode 
monitored  the  laser  and  fluorescence  signals.  Neutral  density  filters 
served  to  prevent  saturation  of  the  detector  during  the  laser  measurements. 

F.  Laser  Output  as  a  Function  of  Pressure 

Using  a  calibrated  fast  photodiode  and  filters  mentioned  above, 
we  obtained  laser  output  as  a  function  of  total  gas  density  for  several 
nitrogen  pressures  using  storage  capacitances  of  10  nF  charged  to  30  kV. 
These  results  are  shown  in  Fig.  9.  The  gas  temperature  was  435°K  and 
the  cold  spot  temperature  was  about  10  degrees  lower  yielding  a  HgBr^ 
density  of  about  10^  molecules  per  cc .  Peak  laser  output  occurred  for 
a  nitrogen  pressure  of  150  Torr  and  at  the  highest  neon  buffer  gas  density 
used  (5  Amagat).  At  this  neon  density,  the  output  was  still  increasing 
but  appeared  to  be  saturating.  It  was  discovered  that  the  Brewster  angle 
windows  gave  a  large  scattering  loss  due  to  "bloom"  on  their  surfaces. 

This  loss  of  about  25%  per  pass  accounted  for  the  large  threshold  observed 
and  resulted  in  a  low  overall  efficiency.  Howeve’’,  the  main  result  is 
that  the  output  increased  with  buffer  gas  density  and  optimized  at  a 
nitrogen  pressure  of  150  Torr. 

G.  Fluorescence  as  a  Function  of  Pressure 

The  fluorescence  is  a  better  measure  of  efficiency  of  the  pumping 
of  the  upper  laser  level  in  the  pressure  of  large  cavity  losses  mentioned 
above  and  is  shown  in  Fig.  10  as  a  function  of  total  gas  density  for  the 
same  conditions  as  Fig.  9.  Here  the  current  pulses  were  almost  identical 
for  the  different  densities  so  that  whatever  quenching  that  occurred  is 
the  same  at  the  various  total  densities.  However,  since  the  glow  voltage 
does  increase  with  gas  density,  the  fluorescence  was  normalized  to  the 
energy  dissipated  in  the  discharge.  Therefore,  the  increase  in  fluorescence 
with  gas  density  is  due  to  an  increase  in  the  efficiency  of  producing 
upper  laser  level  population. 
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Fluorescence  Efficiency,  Arb.  Units 
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Gas  Density,  Amagats 

Fig,  10.  Fluorescence  efficiency  versus  total  gas 
density. 
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H.  Laser  and  Fluorescence  Output  as  a  Function  of  Storage  Capacitance 
and  Charging  Voltage 

The  laser  output  Increased  linearly  with  charging  voltage  rather 
than  quadradically  for  charging  voltages  from  20  to  30  kV.  The  reason  for 
this  is  due  to  the  constant  discharge  voltage  characteristics.  Due  to 
the  constant  current  characteristics  of  the  power  supply,  raising  the 
charging  voltage  increased  the  discharge  current  proportionally  giving 
only  a  linear  increase  of  energy  into  the  discharge  with  charging  voltage. 
Some  data  was  taken  with  discharge  capacitances  equal  to  5,  10,  and  20  nF. 
The  laser  output  was  roughly  proportional  to  the  value  of  storage 
capacitance  at  the  higher  gas  densities  for  charging  voltages  well  above 
threshold. 
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3.  CONCLUSIONS  AND  SUGGESTIONS  FOR  FURTHER  RESEARCH 


For  our  experimental  tube,  the  HgBr  laser  output  and  fluorescence 
efficiency  was  maximum  at  a  nitrogen  pressure  of  150  Torr  and  increased 
with  neon  buffer  gas  density  up  to  the  maximum  tested  of  5  Amagat  at  a 
reservoir  temperature  of  150°C.  Due  to  the  large  scattering  losses  at 
our  Brewster  angle  windows,  the  output  of  our  laser  was  much  less  than 
expected  and  does  not  represent  the  capabilities  of  the  HgBr  system. 
Increasing  the  neon  density  from  1.3  Amagat  (where  others  have  obtained 
a  0.9%  laser  efficiency)  to  4  Amagat  increased  the  fluorescence 
efficiency  in  our  tube  by  a  factor  of  2.4.  This  improvement  will  have 
to  be  verified  with  larger  tubes. 

Recently  we  have  obtained  bloom  free  windows  using  a  frit 
sealing  technique.  We  propose  that  a  new  tube  be  constructed  of  quartz 
having  Brewster  angle  bloom  free  windows  and  further  parameterization 
be  done  with  a  discharge  of  greater  cross  section  and  length.  Higher 
energies  produce  a  closer  approximation  to  a  practical  laser.  Due  to 
time  limitations  we  did  not  conduct  the  study  of  temperature  effects 
upon  laser  performance  or  effects  of  using  other  buffer  gas  species. 

Further  study  of  these  two  parameters  should  undoubtedly  lead  to  a  more 
optimized  HgB^  laser  system.  The  reason  for  the  recommendation  that 
quartz  be  used  is  based  upon  our  experience  with  the  superior  reliability 
of  quartz  feedthroughs  over  the  Pyrex  uranium  feedthrough  used  in  the 
discharge  tube  of  this  study.  Based  on  this  present  study  we  believe 
that  implementating  the  above  suggestions  would  result  in  a  demonstration 
of  laser  efficiency  in  excess  of  2%. 
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PARAMETERIZATION  STUDIES  OF  DISCHARGE  EXCITED  HgBr  LASER 


L.  Pack,  D.  W.  Feldman,  C«  S.  Liu  and  1.  Liberman 
Westinghouse  R&D  Center 
Pittsburgh,  PA.  15235 


1.  INTRODUCTION 


Westinghouse  has  obtained  an  8-month  program  to  study  the 
HgBr  laser  system.  The  effort  concentrates  on  parameterizing  discharge 
excited  HgBr  lasers,  using  existing  TIHg  high  pressure  experimental 
apparatus.  Prior  to  using  the  high  pressure  system  preliminary  para¬ 
meterization  studies  have  been  made  up  to  1000  Torr  which  is  the 
subject  of  this  memo. 


During  the  past  several  years,  mercury  bromide  has  shown  great 
promise  as  a  high  efficiency,  high  energy  tunable  laser  in  the  blue- 
green  region  of  the  spectrum.  Lasing  in  this  medium  has  been  demon¬ 
strated  using  a  number  of  excitation  techniques:  optical  pumping,^ 

23  ^  e  6  7 

E-beam,  ’  E-beam  sustained  discharge,  ’  and  self-sustained  discharge.  ’ 

The  most  promising  technique  thus  far  seems  to  be  a  UV-preionized  self- 

8  9 

sustained  discharge,  which  has  demonstrated  energies  of  400  mJ ,  ’  and 
efficiencies  of  ^1  percent. 


Although  there  has  been  some  speculation  about  the  details  of 
the  excitation  and  lasing  kinetics,  optimization  of  this  laser  system 
still  depends  on  empirical  parameter i zat ions.  Optimization  studies  made 
to  date  were  limited  by  the  apparatus  available.  A  number  of  important 
questions  remain:  for  example,  the  independent  effect  of  temperature 
and  of  HgB^  density,  and  the  effect  of  buffer  gas  density  on  laser 
kinetics  and  discharge  characteristics. 
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Attempts  to  establish  parameters  for  a  number  of  variables  In 

L'ne  mercury  bromide  system  have  been  severely  limited  in  range.  Buffer 

gas  pressures  have  extended  up  Lu  *vl  amagat,  with  temperatures  up  to 

3  6  3 

"-200°C  and  HgB^  densities  to  5  x  10  /cm  .  This  range  of  parameters 
has  been  determined  basically  by  the  type  of  apparatus  used:  that  is, 
0-ring  seals,  simply  Pyrex  structures,  and  stainless  steel  electrode 
materials.  The  density  of  HgB^  has  been  adjusted  by  varying  the  tem¬ 
perature  of  the  laser  tube;  thus  the  gas  temperature  and  the  ligBr^ 
density  were  not  independent  variables.  Both  the  temperature  and 
pressure  affect  the  laser  kinetics,  through  the  collision  rates,  for 
instance.  In  addition,  the  buffer  gas  density  affects  the  discharge 
characteristics  by  changing  both  the  E/N  and  the  glow  voltage.  As  the 
length  of  the  discharge  region  is  increased  to  produce  larger  volumes, 
the  discharge  Impedance  decreases;  It  would  be  advantageous  to  increase 
the  impedance  by  increasing  the  buffer  gas  density. 

In  this  program  the  buffer  gas  density,  temperature,  and  energy 
loading  will  be  varied  independently,  so  as  to  optimize  the.  performance 
of  the  HgBr  laser.  This  memo  covers  a  preliminary  parameterization 
procedure  whereby  the  buffer  gas  pressure  was  limited  to  approximately 
2.2  atmospheres  absolute.  The  next  phase  in  which  use  is  made  of  the. 

Tillg  experimental  apparatus  is  scheduled  to  begin  during  August,  1980. 


2.  TECHNICAL  DISCUSSION 


2  +  2  + 

Laser  action  on  the  BE  >■  X  X  band  of  HgBr  at  502  nm  has 
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been  observed  independently  by  several  investigators.  ’  ’  This  bound- 

2  + 

bound  laser  transition  originates  on  the  first  electronic  state,  B  E 

2  + 

of  the  HgBr  molecule  at  v'  =0  and  terminates  on  the  X  *"^2  state  at 
v"  =  22.  The  large  Franck-Condon  shift  of  the  B  -+  X  states  suggests 
that,  for  pulsed  excitation,  bottlenecking  of  the  lower  laser  level  is 
minimal,  given  rapid  deactivation  of  the  X-state  v"  =  22  level  through 
collisional  quenching  at  high  buffer  gas  pressures.  In  high  pressure 
operation,  collisional  relaxation  rates  are  sufficiently  rapid  that  the 
vibrational  states  in  the  upper  and  lower  levels  are  in  thermal  equilib¬ 
rium  at  the  gas  kinetic  temperature.  Thus  the  quasi-static  theory  of 
line  broadening  can  be  used  to  predict  stimulated  emission  and  absorp¬ 
tion  coefficients  as  a  function  of  wavelength  for  a  given  temperature. 
Equilibrium  calculations  (Table  1)  of  chemical  species  in  HgB^  vapor  in 
the  absence  of  excitation  indicate  that  at  temperatures  below  700°K,  the 
concentration  of  HgBr  ground  state  molecules  dissociated  thermally  is 
less  than  10  ^  of  the  HgB^.  Since  HgBr  laser  transitions  occur  from 
the  potential  minima  of  the  excited  molecular  states,  the  corresponding 
ground  vibrational  states  are  not  excessively  populated  at  these  gas 
kinetic  temperatures.  Thus  thermal  population  of  the  terminal  laser 
levels  is  not  expected  to  be  a  problem  in  thermally  equilibrated 
HgB^/HgBr  mixtures. 

A  significant  advance  in  HgBr  laser  technology  was  recently 

g 

achieved  by  Schimitschek  of  NOSC,  whose  UV-preioni zed  discharge  exci¬ 
tation  demonstra ted  energies  of  'vlOO  mJ  and  efficiencies  of  •vl  percent. 
However,  it  is  by  no  means  clear  that  the  performance  of  the  HgBr  laser 
system  has  been  optimized.  The  actual  excitation  and  deactivation 
mechanisms  of  the  HgBr  upper  and  lower  laser  levels  remain  uncertain. 
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Table  1  —  Vapor  Densities  of  HgBr2,  HgBr,  Hg,  Hgj.  «nd  Br 

As  Calculated  from  Thermodynamic  Equilibria  Condition*  ■ 
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There  has  been  some  speculation  about  the  details  of  the  excitation  and  j 

lasing  kinetics,  but  optimization  of  this  laser  system  to  date  has  been  ' 

empirical  and  limited  by  the  apparatus  available.  A  number  of  important 
questions  remain:  for  example,  the  effect  of  buffer  gas  species  and 
pressure,  and  the  effect  of  HgBr2  density  on  laser  kinetics  and  discharge 
characteristics. 

The  ultimate  goal  of  this  study  is  to  optimize  the  performance 
of  HgBr  lasers  with  respect  to  internal  gas  conditions. 

2 . 1  HjgBr  Laser_  Sy stem  Design 

The  HgBr  laser  discharge  tube  design  was  guided  by  two  funda¬ 
mental  considerations:  the  rapid  deactivation  of  the  lower  laser  level 
through  collisional  quenching  at  high  buffer  gas  pressures,  and  the  fairly 
high  temperature  operation  (150  to  300°C)  required  by  possible  high  HgBr2 
vapor  density.  The  optimization  of  the  HgBr  laser  may  require  operation 
of  the  discharge  cell  at  high  HgBr.,  density  and  high  buffer  gas  pressures. 

Therefore,  a  discharge  tube  which  will  withstand  both  high  temperatures 
(^300°C)  and  high  pressures  (150  psi)  was  built. 
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As  is  well  known  from  previous  experience,  the  chemical 
compatibility  of  HgB^  is  a  most  important  factor  in  material  selection. 
Both  glass  and  tungsten  or  molybdenum  are  known  to  be  inert  to  HgBr^, 

Hg,  and  B^,  even  at  elevated  temperatures.  In  previous  laser  develop¬ 
ment  efforts,  we  developed  reliable  glass-tungsten  and  quartz-molybdenum 
high-temperature  seals  which  were  used  in  fabricating  the  all-hot  clean 
laser  cell. 

The  electrodes  are  molybdenum.  Preionization  sparks  are  placed 
behind  a  screen  anode,  as  shown  in  Figure  1.  The  active  volume  is  about 
0.3  cm  wide  by  1  cm  gap  by  50  cm  long.  Four  electrical  feedthroughs 
connected  to  the  screen  are  employed  to  minimize  the  circuit  inductance. 
The  vapor  density  of  the  HgBr^  is  temperature  controlled  by  a  reservoir 
located  at  the  bottom  of  the  laser  tube.  The  buffer  gas  species  and 
pressures  is  externally  adjusted  through  a  bakeable  valve.  The  whole 
laser  tube  is  designed  to  be  self-contained;  its  optical  cavity  can  be 
mounted  directly  onto  the  laser  tube  as  shown  in  Figure  1. 

Since  HgBr  laser  excitation  requires  an  electrical  current 

pulse  with  ultra-fast  risetime  ('^30  ns),  very  short  duration  ('1-100  ns), 

_2 

and  high  peak  amplitudes  (>  100  A  cm  ),  the  laser  tube  and  circuitry 
must  be  designed  with  minimum  inductance.  To  accomplish  this  a  Blumloin 
type  pulser  is  placed  close  to  the  laser  tube.  This  circuit,  shown  in 
Figure  2,  minimizes  the  inductance  and  eliminates  the  switch  from  the 
discharge  circuit.  Two  spark  gaps  are  used  in  this  circuit,  one  to 
operate  the  preioinizer  and  the  other  to  invert  half  the  capacitors  in 
the  main  discharge  storage  bank  The  preionizer  is  driven  by 

2  capacitors  C2J  and  By  adding  inductance  in  series  with  and 

the  preionization  current  pulse  length  can  be  adjusted  to  provide 
satisfactory  performance.  Increasing  the  preionization  capacitors  to 
21.6  nF  gave  more  uniform  discharges,  however,  the  pulse  width  had  to  be 
increased  to  about  2  psec  to  avoid  arcing  to  the  screen.  This  required 
a  longer  delay,  therefore,  an  adjustable  delay  generator  was  used  instead 
of  the  original  100  ft  RG8/U  cable  to  delay  the  dischrage  pulse  with 
respect  to  the  preionization  pulse.  Four  1-ft  long  3.6  ohm  strip  lines 
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HgBr  discharge  tube  with  preionizers  behind 


er  and  preionizer  circuitry 


provide  low  impedance  connections  from  the  main  capacitor  bank  through 
the  wall  of  the  oven  to  the  4  feedthroughs  that  are  connected  to  the 
screen  electrode.  A  high  voltage  probe  connected  to  the  end  of  one  of 
the  strip  lines  is  connected  to  the  discharge  tube  provides  voltage 
monitoring  of  the  dischrage.  The  stainless  steel  ground  return  for  2 
of  the  strip  lines  has  a  resistance  of  about  .03  ohms  which  provided  a 
convenient  test  point  for  monitoring  the  current. 

The  preionizer  power  supply  was  adjusted  to  about  10  kV.  Main 

discharge  power  supply  voltages  from  8  to  20  kV  gave  good  glow  discharges. 

Voltage  and  current  waveforms  obtained  with  a  16  kV  main  discharge  supply 

voltage  are  shown  in  Figures  3a  and  3b.  In  Figure  3a  the  discharge 

voltage,  current  are  shown  just  following  the  preionization  current 

pulse  of  400  A  lasting  2  ysec.  The  adjustable  delay  generator  allowed 

us  to  optimize  the  timing  of  the  discharge  pulse  with  respect  to  the 

preionization  pulse.  The  main  voltage  and  current  waveforms  are  shown 

on  an  expanded  time  scale  in  Figure  3b.  The  discharge  voltage  rises  to 

about  17  kV  before  breaking  down  then  falls  to  about  6  kV  at  the  peak 

of  the  discharge  current.  The  discharge  current  peaked  at  over  6000  A 

2 

which  represents  a  current  density  of  about  300  A/cra  since  the  dis¬ 
charge  appeared  to  be  only  about  3  mm  wide. 

The  discharge  current  pulse  width  of  150  ns  is  consistent  with 
a  circuit  inductance  of  0.14  yH  which  is  about  as  low  as  the  present  Lube 
design  can  achieve. 

2.2  Optimization  of  HgBr  Lasers 

The  behavior  of  HgB^  discharges  has  not,  to  date,  been  studied 
sufficiently  to  allow  for  predictions  of  what  HgBr,,  density,  buffer  gas 
pressure,  and  temperature  will  be  required  for  optimal  laser  conditions. 
Past  experience  with  excimer  lasers,  however,  indicates  that  a  high 
buffer  gas  pressure  will  be  beneficial  to  the  HgBr  laser  operation,  for 
three  reasons:  (1)  rapid  deactivation  of  the  lower  laser  level,  (2) 
capability  for  higher  energy  loading,  and  (3)  better  impedance  matching 
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to  pulser  circuits.  Higher  HgB^  vapor  density  should  always  be  helpful 
to  the  HgBr  laser,  provided  that  it  will  not  affect  the  discharge  and 
that  the  HgB^  molecules  will  not  de-excite  the  upper  laser  level  sig¬ 
nificantly.  The  temperature  effect  on  the  HgBr  laser  kinetics  is 
totally  unknown.  Thermal  dissociation  of  HgB^  and/or  temperature 
dependence  of  reaction  rates  can  be  either  beneficial  or  detrimental. 

The  optimization  must,  therefore,  be  empirical. 

Figure  4  shows  a  simplified  overall  layout  of  the  apparatus 
used  to  perform  the  preliminary  optimization  of  the  HgBr  system.  The 

oven  is  multiply  temperature  controlled  so  that  the  ends  are  kept  hotter 

than  the  central  region.  Since  the  pressurized  oven  was  not  used  for 

these  experiments  the  temperature  sensor-pressure  regulator-^  tanks 
were  not  employed. 

Both  axial  and  transverser  fluorescence  was  monitored  using  a 
light  pipe  to  input  to  the  monochromator  which  coupled  to  an  optical 
Multichannel  Analyzer  (OMA) .  The  OMA  provided  a  complete  spectrum  each 
time  the  discharge  tube  was  fired.  A  calibrated  fast  photo  diode 
monitored  the  energy  and  duration  of  the  fluorescence  and  lasing  whan 
it  occurred. 

The  spectrum  was  plotted  out  on  an  XY  chart  recorder  and  the 
time  dependence  of  the  fluorescence  or  the  laser  pulse  was  displayed  on 
a  fast  oscilloscope  (Tektronix  7834). 

Since  optimization  of  the  parameters  mentioned  above  depend 

upon  proper  initiation  of  the  glow  discharge,  the  first  operating 

parameter  optimized  was  the  preionization  pulse.  As  a  first  choice  of 

buffer  gas  we  chose  a  known  suitable  mixture  of  900  Torr  Ne  +  100  Torr 
9 

N2*  As  mentioned  above,  a  preionization  energy  of  about  2  Joules  was 
found  to  yield  uniform  discharges.  We  did  not  investigate  the  range 
between  0.25  Joules  and  2  Joules  but  found  0.25  Joules  inadequate  to 
give  the  uniformity  desired.  A  more  detailed  search  for  the  optimum 
preionization  energy  will  be  made  when  using  the  pressurized  tank. 
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To  optimize  the  delay,  the  operating  temperature  was  fixed  at 
about  150°C  and  the  delay  was  varied  between  the  preionization  pulse  and 
the  discharge  pulse.  The  variation  of  fluorescence  as  a  function  of  this 
lime  delay  for  a  discharge  charging  voltage  of  16  kV  is  shown  in  Figure 
5.  Here  we  have  the  peak  time  integrated  fluorescence  signal  in  arbi¬ 
trary  units  from  the  OMA  at  about  501.8  run  for  one  discharge  pulse  as  a 
function  of  time  delay  after  the  preionization  pulse.  Zero  time  delay 
corresponds  to  the  waveforms  shown  in  Figure  3.  Thus,  for  this  choice 
of  preionization  the  fluorescence  exhibits  a  broad  peak  lasting  about 
2  nsec  after  the  preionization  pulse.  For  less  preionization  energy  we 

would  expect  less  of  a  "window"  as  observed  by  Sze  with  Rare-Gas  halide 

.  10 
lasers. 

The  variation  of  fluorescence  at  501.8  nm  as  a  function  of 
temperature  and  charging  voltage  is  shown  in  Figure  6.  The  flattening 
of  all  curves  at  charging  voltages  above  14  kV  is  believed  to  be  due  to 
increasing  mismatch  of  the  network  at  the  higher  voltages.  Since  the  glow 
voltage  does  not  change  as  the  charging  voltage  is  increased  the  network 
progressively  fails  to  discharge  all  of  its  energy  during  the  first 
current  pulse  in  the  discharge. 

The  spectrum  of  the  fluoiescence  is  shown  in  Figure  7.  The 
spectrum  was  qualitatively  the  same  for  all  temperatures  and  charging 

O 

voltages  shown  in  Figure  6.  In  Figure  7  is  shown  only  the  central  500  A 
region  of  the  1500  X  span  of  the  spectrometer  used  to  observe  the  spec¬ 
trum  of  the  HgBr  discharge.  There  was  no  other  spectra  between  4200  and 
5700  A  from  the  discharge  using  900  Torr  Ne  +  100  Torr  buffer  gas. 

The  spectra  exhibits  many  peaks  representing  different  vibrational 
transitions  which  were  tentatively  identified  using  the  extensive  tables 
of  Cheung  and  Cool.  The  separation  of  the  peaks  Is  3  to  3.5  nm.  The 
ratio  of  the  intensity  at  498.5  nm  to  that  at  501.9  nm  'v  0.6.  Several 
transitions  combine  to  produce  the  peaks  from  higher  upper  state  vibra¬ 
tional  levels  accounting  for  the  larger  ratio  of  intensities  of  the 
neighboring  peaks  at  488.8,  485.6,  482.5  nm  and  shorter  wavelengths. 
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Fluorescence,  Arbitrary  Units 


Curve  725355-A 


Fig.  6-HgBr  fluorescence  as  a  function  of  capacitor  changing 
voltage  at  various  temperatures 
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Fig .  7  -  HgBr  spectrum  with  100  Torr  N?  and  900  Torr  Ne 
buffer  gas  pressure  fill  at  300°K  L 
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The  system  lased  with  external  mirrors  of  100 %  and  80% 

reflectivity.  The  laser  output  was  r»  1  raJ  at  a  charging  voltage  of 

Li  kV.  The  shapes  of  the  laser  pulse  obtained  at  12,  14,  16,  18,  and 

20  kV  charging  voltages  arc  shown  in  Figure  8.  The  shapes  were  obtained 

with  a  fast  photodiode.  Replotting  the  data  of  Figure  8  similogarith- 

xyically  we  obtain  the  curve  shown  in  Figure  9  which  yields  a  common 

decay  time  constant  of  37  ns.  Round  trip  time  in  the  optical  cavity  was 

8  nsec  giving  about  24  ns  cavity  decay  time.  An  18  nsec  fluorescence 
9 

lifetime  is  consistent  with  the  37  nsec  decay  rate  of  the  laser  pulse. 
The  integrated  energy  as  a  function  of  charging  voltage  is  shown  in 
Figure  10.  The  linear  dependence  is  consistent  with  a  constant  glow 
voltage  and  the  linear  dependence  of  discharge  current  with  charging 
voltage. 
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Recently  Chang  and  Burhnam  have  reported  an  increased  effi¬ 
ciency  of  producing  fluorescence  in  HgBr  using  Xe  instead  of  as  one 
of  the  buffer  gas  constituents.  A  mixture  of  50  Torr  Xe  +  950  Torr  Ne 
did  not  produce  arc  free  glow  discharges  using  the  same  circuit  as  above 
for  charging  voltages  from  8  to  20  kV.  A  mixture  of  50  Torr  N2  +  100 
Torr  Xe  +  850  Torr  Ne,  however,  did  produce  a  diffuse  discharge  but  the 
color  of  fluorescence  is  white  instead  of  green  at  120-150  °C  cold  spot 
temperature.  Figure  11  shows  a  spectrum  obtained  using  this  mixture. 

Many  lines  are  present  and  those  at  528.7-541.9  ran  coincide  with  known 
Xe  spectra.  The  observed  strong  lines  at  485.6,  488.8  and  492.0  ran  match 
the  fluorescence  spectra  of  the  HgBr  discharge  using  N2~N3  as  a  buffer 
shown  in  Figure  7.  Xenon  lines  also  overlap  these  lines  to  within  0.5  nm. 
Since  the  metastable  level  in  Xe  is  about  2  eV  above  the  HgBr  upper  laser 
level  (B  state)  it  is  reasonable  to  expect  that  the  transfer  of  energy 
from  the  Xe  metastable  to  the  HgBr  system  would  leave  the  IlgBr(B)  in 
highly  excited  vibrational  states  or  HgBr(C)  state  which  then  fluorescence 
down  to  the  X  state  before  reaching  thermal  equilibrium  distribution  with 
the  buffer  gas  at  the  ambient  temperature.  Tf  thermal  equilibration 
were  rapid  we  wuid  expect  the  same  spectra  as  shown  in  Figure  7. 
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Fig.  9  -  Laser  pulse  at  various  capacitor  charging  voltages 
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Fig.  11  -  HgBr  spectrum  using  buffer  gas  fill  of  50  Torr  Xe  +  100  Torr  N, 
850  Torr  of  Ne  at  300°K 


CONCLUSION 


We  have  achieved  lasing  in  UV  preionized  self-sustained  glow 
discharges  of  HgBr  containing  Nj  and  Ne.  Parameterization  studies  over 
a  narrow  range  of  conditions  indicate  that  improved  performance  is  likely 
to  occur  when  additional  changes  in  temperature,  pressure,  mixture,  and 
power  supply  are  made.  To  facilitate  making  these  changes  in  a  logical 
and  relatively  rapid  manner,  the  apparatus  will  be  shifted  to  an  improved 
experimental  test  stand.  These  experiments  will  begin  shortly.  Mean¬ 
while  we  report  in  this  memo  our  preliminary  encouragning  results. 


» 
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VOLTAGE  AND  CURRENT  MEASUREMENTS  FOR  FAST  PULSED  HIGH  CURRENT  DISCHARGES 


J.  L.  Pack  and  I.  Liberman 
Westinghouse  R&D  Center 
Pittsburgh,  PA  15235 

ABSTRACT 

Some  problems  in  obtaining  accurate  voltage  and  current 
waveforms  of  short  pulse  gas  discharges  are  discussed.  A  method  for 
correcting  for  the  indudctance  in  the  circuit  is  described  which  yields 
accurate  discharge  voltage  and  powor  input  waveforms.  A  simple  and 
economic  current  shunt  having  less  than  5  ns  rise  time  and  negligible 
overshoot  is  described. 
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I .  INTRODUCTION 

Many  laser  systems,  particularly  exc  Inters,  require  current 
pulses  having  r  ist'  t  imes  less  than  50  ns  and  half  widths  of  100  ns  or 
less.^  Compact  circuitry  having  minimum  inductance  is  required  to 
achieve  these  fast  current  pulses.  Discharge  voltage,  current  and 
power  input  waveforms  are  necessary  for  detailed  analysis  of  laser 
system  performance.  This  paper  discusses  some  problems  encountered  in 
making  these  measurements.  A  simple  analytical  solution  (or  a 
typical  case  and  a  method  of  deriving  the  discharge  voltage  from  a 
measurement  of  the  voltage  applied  to  the  terminals  of  the  discharge 
tube  are  given.  Also,  a  simple  current  shunt  having  loss  that  5  ns 
rise  time  and  negligible  overshoot  is  described. 
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II.  LOW  INDUCTANCE  VOLTAGE  AND  CURRENT  WAVEFORM  ANALYSIS 


Due  to  the  inductance  of  leads,  the  measured  voltage 

waveform  will  always  include  some  inductive  component  in  addition 

to  the  discharge  voltage.  For  more  compact,  compacitance  driven 

discharge  circuits,  most  of  the  circuit  inductance  is  in  the  leads 

within  the  discharge  tube.  Consequently,  the  voltage  measured  outside 

the  tube  reflects  the  voltage  on  the  capacitors  rather  than  on  the 

discharge.  A  simplified  diagram  of  a  compact  system  used  by  Pack, 

et  al.^  is  shown  in  Figure  1.  The  discharge  tube  is  closely  coupled 
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to  an  LC  inversion  circuit,  preionizer  circuit,  high  voltage 
probe  connection  (V)  and  a  0.15  ohm  current  monitoring  resistance 
with  a  91  ohm  cable  terminating  resistance. 


Waveforms  obtained  are  shown  in  Figure  2.  Here  the 
voltage  waveform  was  obtained  with  the  high  voltage  probe  connected 
lo  one  of  the  feedthroughs  to  the  pulsed  anode  of  the  discharge  tube. 
The  cathode  was  connected  to  several  feedthroughs  (in  parallel)  to 
a  bank  of  20-3  ohm-1  watt  carbon  composition  resistors.  This  0.15  ohm 
resistance,  rather  than  a  Pearson  current  transformer,  monitored  the 
discharge  current  and  resulted  in  a  compact  low  inductance  system. 

The  inductance  included  in  the  portion  of  the  circuit  monitored  by 
the  voltage  probe  was  obtained  by  an  analysis  of  the  2  waveforms. 


When  di/dt  =  0,  the  voltage  drop  across  the  included  inductance,  L^, 
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is  zero  giving  us  the  drop  across  the  discharge,  V  ,  and  the  0.15  ohm 

series  resistance,  R.  Assuming  that  the  discharge  did  not  arc;  and 

therefore,  had  a  constant  voltage  at  10  ns  before  and  after  the  time 

dl/dt  =  0,  we  can  calculate  L  using  the  relation  V  =  V  +1..  dl/dt  +  RI 

i  m  a  i 

where  V  is  the  measured  voltage.  L,  was  200  nh  consistent  with  the 
m  i 

size  of  the  current  loop  in  the  experimental  setup.  Subtracting  out 

i.  dl/dt  from  the  measured  voltage  waveform,  we  obtain  the  calculated 
i 

voltage  waveform  which  represents  the  voltage  drop  across  the 

discharge  and  the  current  monitoring  resistance.  The  slight  upward 
curvature  of  the  calculated  voltage  waveform  reflects  the  900  volt 
drop  across  the  0.15  ohm  resistance  at  current  maximum. 

For  circuits  containing  more  impedance  such  as  capacitive 

10  9 

discharge  circuits  utilizing  thyratrons  and  cables  or  PFN's  to 

couple  energy  into  the  discharge,  the  voltage  waveforms  may  process 

a  characteristic  more  Like  that  shown  in  Figure  3.  The  voltage 

3—8  1 0 

waveform  tends  to  be  linear  ’  during  the  time.  At,  of  current 

flow.  The  discharge  voltage,  V  ,  is  obtained  by  noting  the  measured 

voltage  at  maximum  currt.  t  where  dl/dt  =  0.  The  reverse  voltage 

at  current  zero  (t^)  gives  us  the  included  inductance,  L^,  using 

the  relation  V  =  L, (dl/dt)  .  Again,  subtracting  out  Li  dl/dt 

l  t2 

from  the  measured  waveform,  we  obtain  the  calculated  discharge 
voltage  indicated  by  the  dashed  line  in  Figure  3. 


III.  DETERMINATION  OF  INPUT  ENERGY 


In  addition  to  obtaining  the  discharge  voltage,  we  wish 
to  determine  the  energy  dissipated  in  the  discharge.  There  are  a 
number  of  ways  to  obtain  the  energy  from  the  voltage  and  current 
waveforms.  The  most  straightforward  way  is  to  perform  a  point  by 
point  integration  where  the  energy  U  is  given  by 


U  =  IV  •  I  •  At 
m 


where  the  summation  limits  are  from  current  zero  to  current  zero. 

A  simpler,  less  tedious  approach,  is  based  on  observing  that  for 
these  circuits  the  current  is  sinusoidal  in  shape,  and  that  for 
well  behaved  self-sustained  discharges,^  the  discharge  voltage  is 
nearly  constant.  Then  the  dissipated  energy  can  be  calculated  as 


d 


I  s  i n  ( tt t  /At ) 

max 


=  (2/it)  Vd 


I  •  At 
max 


where  V,  is  the  discharge  voltage  which  is  equal  to  the  measured 
d 

voltage  at  I  (i.e.,  where  dl/dt  =  0). 
max 


i 


For  any  method  to  work,  it  is  important  that  the  voltage 
and  current  traces  be  well  synchronized.  This  usually  means  that 
the  oscilloscope  be  triggered  by  the  same  signal  for  both  traces, 
that  the  cables  from  the  current  and  voltage  probes  have  approximately 
equal  length  and  that  the  probes  themselves  have  negligible  delay. 
Another  important  consideration  is  that  the  current  probe  is 
non-inductive  so  that  the  voltage  measured  will  be  proportional  to  T 
and  not  dl/dt. 


IV.  AN  ECONOMICAL  FAST  HIGH  CURRENT  SHUNT 

A  bank  of  resistors  was  adequate  to  monitor  the  current  in 
the  above  experiment  but  added  losses  to  the  system.  For  a  low 
repetition  rate  application,  this  loss  is  not  serious;  however, 
for  high  repetition  rate  systems,  this  loss  is  undesirable.  A 

lower  resistance  current  monitor  can  be  made  in  a  number  of  ways. 
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For  high  current  fast  pulses,  Ekdahl  made  an  inductive  current 
sensor  for  high  z-pinch  experiments.  He  achieved  an  inductance  of 
2  nh  in  his  sensor  and  obtained  the  current  by  integrating  his  signal. 

We  have  developed  a  purely  resistive  (in  behavior)  current 
monitor  capable  of  handl  inp,  mu  1 1  i-k i  1  oamphere  pul  ses  with  ns  resolution. 
This  current  shunt  can  be  incorporated  as  a  part  of  the  discharge 
circuit  so  that  no  addition  to  the  included  inductance  occurs. 

By  using  a  high  resistivity  metal,  such  as  stainless  steel 
or  titanium  to  form  part  of  the  circuit,  we  obtain  our  built-in 
current  monitor.  For  instance,  a  2.5  cm  wide  0.05  mm  thick  strip 
of  stainless  steel  has  0.004  ohm  resistance  and  about  4  nh  inductance 
per  cr.  of  length.  We  return  the  current  signal  by  means  of  a  strip 
line  to  decouple  this  inductive  component  of  impedance  in  the  current 
shunt  as  shown  in  Figures  4a,  4b  and  4c.  Figures  4a  and  4b  show  the 
construction  of  the  resistive  shunt  tested.  Using  a  Hewlett 
Packard  214  pulse  generator  as  a  source  of  a  fast  current  pulse. 
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the  12.5  cm  long  strip  gave  a  current  sensitivity  of  20  A/V,  the 

same  as  that  of  the  Pearson  current  transformer  and  an  output  signal 

which  was  a  reproduction  of  the  output  pulse  of  the  214  with  no 

observable  overshoot.  This  suggests  a  rise  time  of  5  ns  or  less 

and  that  the  inductive  component  of  the  signal  was  successfully 

decoupled  from  the  stainless  steel  strip  by  the  action  of  the  closely 

coupled  copper  strip  line.  By  folding  it  over  as  in  figure  4c,  its 

insertion  inductance  can  be  greatly  reduced.  A  coaxial  version  of 
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this  concept  is  described  by  Bak. 
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V.  SUMMARY 


Inductive  voltages  in  short  pulse  discharges  and  current 
monitors  often  exceed  and  mask  the  intended  measurement  of  the 
resistive  component  of  the  voltage.  By  careful  design,  high  current 
resistive  current  probes  with  a  rise  time  of  5  ns  or  less  can  be 
made.  Once  an  accurate  current  measurement  is  obtained,  the  discharge 
voltage  and  energy  can  be  readily  inferred  from  the  measured  voltage 
even  though  it  contains  a  significant  dl/dt  component. 
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